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No. CMU/P/80/2000. jtynY 

Scaled lenders in duplicate in prescribed form 
mrc invited From the original manufacturer or tTit-ir 
authorized d- ler by the < ih^rf Engineer. Mechanical 
for and on behalf of the Governor of Kerala lor 
tllr supply of pump sets to Panthcrrazhipafa L .I, 
Scheme ')> Vcngoor P. iicljayath under Minor 
Irrigation Division* Ernakulam* 

Required items—30 Hp and 20 Up (foe number 
of each electric motor pump set and iicressnrirs, 

EMD—l% of quot 'd amount, 

Cfost of tender form : 

Original—Rs 400 -f- VAT. 

Duplicate—Rs. 200 ; VAT. 

Date anti time of s Jc of tender documents 
fHm —21 -4-2008 to 12fo 2006, l la. m. and 4 p. m. 
on *!i working davs* 

Last dale and time oT submission of filled up 
tuders d 4A-2O08. 4p.m. 

Date and time of opening of tenders—14-O-20Q&, 
4.30 p. m, 

Sale of tender document* -Office of u, c 
Exe cuiivc Engineer, M.l. Division, Civil Station, 
Knkkanad u, Km ■ ku lam. 

Office of Submission a;id opening-—The 

Superintending Engineer and Deputy Che if Engineer. 
Mechanical. (PWDJ, Office of the Chief Engineer 
Mech anicH, Public Office Buildings Museum ICO., 
Tkiruvauanl hapt sru a n. 

If the tender dale is a holiday, the tender 
process will be done on the next working dav ..t 
the ■saznc lime * ltd place. Tenders art: to be 
accompanied with preliminary' agreement executed 
i» Kerala Stamp Paper worth Rs, 50 and EMD 
equivalent to 1% of quoted ..mom it. A specimen 
form of agreement is ..v.dlable in tender form itself. 

Firm outside Kerala requiring stamp pay, r for 
executing preliminary agreement should scat In 
additional amount ofRs. 85 by Money Older in 
advance to the Executive Engineer. Minor Irrigation 
Division. EriaJjnlam. Rules and Regulation* relating 
io tenders in Irrigation Department are applicable 
m tJits case also. More details can bo obtained from 
the Executive Engin,-ei% Minor Irrigation Division, 

Krjuikuhm, 


cd&ng cj£U(ra\)iUfti -ji. 

suwaomiiMiifl O-I ] t >oi * jij1na Q •% jjtriun tVI 'tr , i. r 5 

ra.tOflyyym rvJtul^SKTVOO^Vfl 

s&jflnuoJtn ojulo-iTimcioBo r>>W’i <tA nLnajtm o tigh^A 
nJOTuocmOTirrt^ej ejffno'foo” ^ yietnrfioS 

cro 1 A,1 oltpjc n i nul avmndflirLa (nlAataOc^ooj'l'^J colofTOo 
ao'innjsts iTUfliolA^ mjOftJOo’los'loSJ crflttnro 
ciVrfco v a (voDoranjilo-l £i£L3tU£f 

mjnD'Irci* jg^, 

mioax loI^o*— 30 aflp-jT. •■u'). 
20 o®aJ u .oJl. osaoo e£iaa§3rt 

oJ-ti o^ , ai KT>^(fi,l® 1 ' 

Oktfiu^ta „ 

cnlwaiaruj*—A->4 rc*£<9>o*£6»s <ae^ co wao>m a . 
o6'^ejOiry ,J cac*'nnji1'r^nJ.) mltu ; 

ao1^1<n4. o’rtj d©0 - • qjo^o'- 
•Urfhi&v]*'—200 -I- ojaoo u . 

aiS^noflru" eje^tv^. cm nlcostlaa^ cmejsi'' <._* 

-1 -4-2006 12-5-2008 eyawtrtn*^g|i inju^cmjfl 

fid Oj-nrusm gfl a) n u >, z~j [ 1 Si ami ff- 4 n coin ■> ig>rv, 

r*i_nol--■ arJAejoom^ti* cruafi '■..not 

audinwu^o—-14-5-2008, 4 a'•ml. 

a tj.'M?. 10 to i^bOr* ti : o (la 1 to c 3 >*l aafift'kw t« tci 3^^ 1 n 

14-5-2008, 4.30 a^m. 

ot&^njarro’- c ^-3 ffiOimorie<i (njaalciu 11 - 

'^Tk>i crol^,t;,^1oj v n ,j>5iaj'imT^i* 

^fijerruaJco'au'kiilraicd, nrolofln^ nru ( t ^ ■ amS 

oiV^Liacry 0 inJm>PT>53ttt» m.utih-ij :c. ?'jmrqrri^ . 
'TVTii^ciiDEsy aey. oKm"—nr\j^ t cne't 5 trA n/jr-Til ---fiajvti 

cn^alo 13 wuQftJ .t ^gl fl.^crauloilnrici .Thm &i* ‘;. 

tj I. ons^j^. ojA . juI nn a03bj' 1 cnT , cv- r*o. ocm®n 

ojr>p.j "J rd*'-' v QTU 1 riiaijloU? 1 t fl: ,^OU"l rpi •> ft > 1 . . f 

■ri5l ra^iatcnrranj^fi^. * 

orj{CT :ti Bi'l ej ^ 4 >sma 1 usool o^mi :xtu u (m^O. ) 4 ^ett> 

eloirruu rrr5 11 u>l- r ci-i>.' , icmoilciTHLj^fi.i-ra-33 slfiicn |icum 
oruatpiflrrai^ fro^inejc™^* n^ejonru' coeviskte^ 

<TO'Tl'J 1 TT> . 

m 

[GE (Mech4/T/02/2008-09] 

No. CMU/P/23/98. 15th Apui 2008. 

Ehc Chief Engineer (Mechanical) Irrigation 
Department, Thiruvananthapurani fur auu oji 
behalf of the Governor of Kern la invites siealed 
tender* in duplidic in the prcflcribed for.-jt for 
the supply of Pump Set to Vanchipurathakliain 
L. 1 * Scheme 2nd stagr in Ktuliur Pane «i ay at 
under Minor Irrigation Division. Tltrisaur-20. 

I trim to Ik.- supplied—30 HP Electric Motor 
Pump Set and Accessories -2 N 02 ;- 

EMD—1 % of quoted amount. 


Coat or tender form : 

Original:—Rs. 400 4- VAT. 

Duplicate^—Rs. 200 4" VAT* 

Name of office: from which tender documents 
air obtained—Office of the Executive Eng inner t 
Minor Irrigation Division, Thrissur. 

Datc and time of sale of tender documents— 
On all working days for tween 'll a, in* to 4 p>ra. 
from 2-JW2008 to 19-5-2008. 

Last date, tinve and office of submission of 
tenders—-Up to 4 p. m, on 21-3-2008* To the 
Superintending Engineer and Deputy Chief Engineer 
(Mech.), PWD, Office of the Chief Engineer 
(Metric)* Public Office Buildings, Museum P.O.* 
Thinivananth apuram-33, 

Opening of t m decs—At 4,30 p. m, on 21,5-2008. 

Tf the tender date is declared as a holiday the 
tender process wall be done on the next working 
day at same time and place. 

Firms outside Kerala requiring stamp paper 
for executing preliminary agreement should sent 
an additional amount of Rs. 85 by Money order 
in advance to the Executive Engineer, Minor 
Irrigation Division* Thrissur, Rules and regulations 
relating to tender in Irrigation Department is 
applicable ii tins case also. More details can In' 
obtained from the Executive Engineer, Minor 
Irrigation Division, Thri&sur. 
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hiolNnn>^-—fn£nJ 400 4' - 

200 +ftrt, mfl. 

Bey’^jxro 11 ’ (rtj®a*n>wsfto» ejeTfwinfi 
ml wml is ^ d m> o ™ oj £ *— w cru^ *^§*1 ru 
o©flsulnA«3in^o?i AOn>i»ftjca* fl> utajf>£*1& ^aiocroAim 
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SAoajDiU 4 <rud&airiJ£* — 
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alojouj, i3B{utD)03a<fimh')nA »TV)§3^rtntti t^JOJ 
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miiS^^frOTigj) lESTdoc&.'jfiaooefwl ©jun^Als 

«eia mi>m (uAmlnurA rul ignflrol 

(MSftdMl 0 m^U.^OflikTFusm . AfUMl 

aofflfiRv^vya g5 fa^rui a^I flAflJg 

<ir*1 ro^fu lOflTfln£in A^an^AO*#* 0 n> 
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ej^fitforail flA o> 1 tt>^ a laraol aj ](tt> tfi 310 . 

Office of the Chief Engineer (Mcch.) 

Irrigation: Department, 

Public Office Buildings, 

Museum P. O., ^ (Sd.) 

Thiruvananthapuram. Ghitf Enginfct {Meck^} 



